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ERRATUM 


In Vol. 15(1) of Novapex daled 10 March 2014 there was a mistake (inversion) in the plate captions for the 
figures 35-44 (page 8): 


37-38. Joculator itiensis n. sp.. Austral Is., holotype MNHN (n° Moll. 26472), 2 m, [stn 1 1, N Rapa Ili Is.], 1.95 
x 0.85 mm, proloconch 0.25 x 0.18 mm 

must be: 

37-38. Joculator boated n. sp.. Austral Is., holotype MNHN (n° Moll. 26470), 2 m, [stn 6, Rapa Is.], 1.67 x 0.77 
mm, protoconch 0.22 x 0.19 mm 


and 


39-40. Joculator boated n. sp.. Austral Is., holotype MNHN (n° Moll. 26470), 2 m, [stn 6, Rapa Is.], 1.67 x 0.77 
mm, protoconch 0.22 x 0.19 mm 

must be: 

39-40. Joculator itiensis n. sp.. Austral Is., holotype MNHN (n° Moll. 26472), 2 m, [stn 11, N Rapa Ili Is.], 1.95 
x 0.85 mm, protoconch 0.25 x 0.18 mm. 
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